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3. Godwin returned, restored to power, but shortly after he died and
his place was taken by his son Harold. Harold quarrelled with the
earls of Mercia (Edwin and Morcar) and with his own brother Tostig,
earl of Northumbria, On the death of Edward the Confessor, Harold
chosen as king, but neither Northumbria nor Mercia supported him.